To:  poterie@eeentral.eom[poterie@ecentral.com] 

From:  Schmittdiel,  Paula 

Sent:  Mon  8/10/2015  6:47:31  PM 

Subject:  Gold  King  Mine  Release  Emergency  Response  | Region  8 | US  EPA 

http://www2.epa.gov/region8/gold-king-mine-release-emergency-response 
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